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This Is Your Opportunity to Moke Sure 
You Keep on Receiving 
Vemaline Literature 


Periodically we revise our mailing list of those receiving 
Vemaline literature. This is your opportunity to make sure 
that this literature keeps on coming your way. We are more 
than happy to continue your name on our list. May we ask 
you to indicate your wish in the attached card and return to 
us. (If we do not hear from you we must assume you are not 
presently interested in receiving our literature). Thank you. 

VEMALINE PRODUCTS COMPANY 

P.S. If you have, not yet received our new Knob and Handle 
and Indicator Light Catalog, we shall be glad to send 
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you a copy, v 
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Would You 

Like to Keep 
on Receiving 


VEMALINE 

Literature 




INDICATOR LIGHTS 


KNOBS 


& & # 


HANDLES 


ROTARY SWITCHES 



Full Details Inside • 












HIGH-QUALITY ROTARY SELECTOR 
SWITCHES MEET ALL APPLICABLE 
MILITARY SPECIFICATIONS 

• Contact resistance as low as .001 Ohms. (Coin 
silver contacts only) 

• Coin silver, nickel silver or brass silver plated 
contacts 

• 5 amps., 115 volts AC res. 

• Available explosion proof, concentric, etc. 

• Dielectric strength: 1000 volts rms 

• Glass alkyd construction 

• Variable torque, and adjustable stops 

• IV 2 " diameter, up to six decks from stock 

• Available oilfilled for high current applications 
SEND FOR COMPLETE CATALOG NOW — 

VEMALINE PRODUCTS COMPANY, INC. 
FRANKLIN LAKES, NEW JERSEY 07417 
PHONE: 201 891-3200 TWX: 201 337-4500 
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QUALITY - SERVICE - RELIABILITY - PRICE 


Vernaline offers more to the men in industry who 
must have the best. . . who can’t settle for some¬ 
thing almost as good. 

Vemaline builds quality . . . that stands up, 
abuse taking, precision kind of quality that guar¬ 
antees reliability. Vemaline SERVICE from 12 
strategically located sales offices throughout the 
nation, is as close to you as your phone and as 
handy to your production line as the corner drug¬ 
store. 

Next time you need high-quality rotary selector 
switches, call your Vemaline man . . . let us 
send our catalog now to the production and design 
engineers in your organization. 


AVAILABLE IN: 

Solid Silver Alloy Contacts (initial contact resist¬ 
ance: .002 ohms) 

Nickel Silver Contacts (.008 ohms) 

Silver-Plated Brass Contacts (.010 ohms) 

• 5 amps. 115 VAC Res. 

• 3 amps. 28 VDC Res. 

• Adjustable detents, and stops 

• Self-cleaning, triple-wiping razor blades 

• Glass alkyd decks - MIL - MA160 

• Available explosion-proof, and oil-filled 


HIGH-QUALITY ROTARY SELECTOR SWITCHES 

One of the many diversified products of 

"VEiM-A-LHSTE IPROIDTJCTS OOIMiF-A.IN'Y 

INCORPORATED 

FRANKLIN LAKES, NEW JERSEY PHONE: (20D-89I-3200 TWX (201)-337-4500 
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